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HUNGARY , : 

Economic. 

Thd EJvi.G, Factory , BUDAPEST , 

1. Location , 

This factory is at CZIRAKY UTCA 2, BUDAPEST. 
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2, Layout . 

A rough plan show ing J j 

r /the layout of the works is given at Appendix { A ! to this 

report. As will be seen, tne main factory building is in the 
form of an inverted M T t] * The upright of the 11 T M is a single- 
storoy building, the cross-piece is 3-storied with a base ment in 

addition. J j 

\ Tho basement, ground and first 


floor wore treated as socurity zones and access without permission 


was prohibited; 

floors housed woi 

| j all those 

?kshops cutting and grinding quartz crystals,! 

( The top floor was given over 


to a canteen, club rooms etc, and thoro wn,s no restriction on 
access „ 
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3 * Pro duction . 

| voltmeter s, ammeters and 
"electronic equipment" were producod^. / 


25X1 


4* Personnel , 

Tho head of the precision engineering laboratory was NAGY, 
Sandor . 
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The B. II. S. WORKS, BUDAPEST . 


V/orkers ' 
Dwellings 
under 
construction 
(Oct. 1956) J 
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Tool] 
Stords. 


Single storey 
^^section (see para.2) 
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2nd. Floor 
Layout (see 
para. 2) . 
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To CZIEAKTUTCA. SEC„q 


NOT to Scale. 

Scales Approximately 1cm. ~ 5m. 
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